From: 

Sent: 

To: 

Subject: 

Attachments: 


gc_instrument-support@agilent.com 
Friday, November 20, 2009 9:57 AM 
Hanchett, James (DPH) 
1-2347067854 Bench Repair Forms 
8-1-09 US NAFRC 3inl.pdf 


Service Req # 1-2347067854 


Mac McMillian 

Customer Service Engineer 
Online Technical Support Team 
Agilent Technologies 
1.800.227.9770 


Please do not reply to this e-mail. This mailbox is not monitored; any replies will not be read. If you have further 
questions, please call 1-800-227-9770. 

This e-mail may contain confidential information and is meant for intended recipients) only. If you are not an 
intended recipient or someone authorized to receive e-mail on behalf of an intended recipient, please delete the 
e-mail. 
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